19 March 69 
Kingston, Ont . 

Harold Weisberg : 

I got your letter of 16 March in reply to mine concerning the 
number correspondences. 

I can’t recall whether I mentioned other similarities of numbers 
that I noted. I may be repeating myself, but here is something else that 
may be significant. 

Disregarding the initial letters of the alphabet, the four numbers 
which ISO had in his pocket at the time of arrest bear common features 
that. ought to be considered, if only for reasons of reckoning probab- 
ilities. These are the numbers: 

24611 (1,2, 4, 6) 

73110 (1,3. 7,0) 

99450 (4,5, 9,0) 

89711 (1,7, 8, 9) 

Bach of the 5-digit numbers is made up of 4 digits, one 
of which is repeated. In the case of the numbers that are used twice, 
they are always contiguous: 11,11,99, and 11. 

Again, I have no idea whather that means anything, but the prob- 
abilities against this happening are enormous. I cbnVt think similari- 
ties of this type can be attributed to chance. 

I would like to have a copy of the documents from which you got 
110669. Use your own judgment whether you .think I should have it, and 
id you decide not to send it, there is no need to explain. 

Enclosed is something relevant to Barzun’s article that ymt 
I .said I would send to you. If you still want the article, tell 
me . 


I have been busy as hell with sehoolwork. Exam time is apuroaeh- 
ing; I have to- write those up, and mark a zillion ±$na term papers, so 
I have not been too much engaged with our stuff. 


When I get time, there is something I want to write regarding 
the dented cartridge case (mentioned in J Thompson) . I want to 
write to Dr Nichols first, and have him watch out for something when 
be fires his rifle in tests. If my guess is right, it will be some- 
thing very strange and difficult to explain in terms of motivation 
for it. Briefly, it is this-' Regarding the two cartridges with 
dents on the shoulder (I know, by the way, ho w those dents were made), 

I think that if bullets were fired from cartridges with such dents 
in them, the dents would have been pushed out bu internal pressure 
of the exploding powder, which is thousands of pounds per square inch 
(about 37,000 lbs psi., to be exact). If I am xs± right, it would 
bean that the bullets were pulled from unfired eases ( the cartridges 
would have been previously thrust into the chamber), and irfa-ar vy a 
that when the cases were fired, onlt the primer was detonated. I can’t 

be sure of this, so don’t make much of it. I shall have to check with 
Nichols or someone else who has an exact replica of the M £Q 

One , i /L/7 3 — , 



